Revision history 


June 1994 
Standard, release 1.0. 


December 1994 
Standard, release 2.0. 


August 1995 
Standard, release 3.0. 


November 1995 
Standard, pre-release 4.0a for testing. 


February 1996 


Standard, pre-release 4.00 for field trials. 


May 1996 
Standard, pre-release 4.00. 


June 1996 
Standard, release 4.00. 


Call Tracking User guide 


P0833800 Standard 4.00 June 1996 


